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Message Text 

UNCLASSIFIED 

PAGE 01 KUWAIT 03275 151249Z 
ACTION PM-04 

INFO OCT-01 NEA-10 ISO-OO INR-07 MC-02 ACDA-10 OMB-01 
TRSE-00 IGA-02 AID-05 /042 W 

151255Z 076472/43 

PR 151115Z JUN77 
FM AMEMBASSY KUWAIT 
TO SECSTATE WASHDC PRIORITY 8261 
INFO SECDEF WASHDC//ISA(SA)/DSAA// 

USCINCEUR//ECJ4/7-SAME/SARA-T// 

CNO W AS HDC//OP-63 2C// 

CHNAVMAT WASHDC//MAT-07// 

COMNAVAIRSYSCOM WASH DC//APC-237// 

NAVPRO LONG BEACH CA 
AMEMBASSY IIDDA 
AMEMBASSY CAIRO 

UNCLAS KUWAIT 3275 

E.O. 11652: N/A 
TAGS: MASS, KU 

SUBJECT: FMS CASE KU-SAE-P4, A-4KU AIRCRAFT FERRY TO KUWAIT 

REF: A. COMNAVAIRSYSCOM WASH DC 062307Z MAY 77 

B. AMEMB KUWAIT 2917 DTG 2609 19Z MAY 77 (NOTAL) 

C. AMEMBASSY JIDDA 3791 DTG 260738Z MAY 77 (NOTAL) 

1 . REFTEL A INDICATES THAT KUWAIT A-4KU FERRY FLIGHTS 
SHOULD ORIGINATE AT PALMDALE CALIF ON THE 25TH DAY OF 
EACH MONTH. REFTEL B ADVISED THAT KAF HAD REQUESTED 
SKYWAYS INC DELIVER ALL FUTURE FERRY FLIGHTS TO KUWAIT. 

2. AS THE 3RD FERRY FLIGHT SHOULD ORIGINATE ON/ABOUT 

25 JUN 77 WITH ARRIVAL IN KUWAIT ON/ABOUT 30 JUN 77 BELIEVE 
IT SHOULD BE RESOLVED WHO WILL REQUEST CLEARANCES FOR THE 
OVERFLIGHT OF SAUDI ARABIA. REFTEL C INDICATES THAT 
SAUDI OFFICIALS HAVE SPECIFICALLY ASKED THAT OVERFLIGHT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 KUWAIT 03275 151249Z 

CLEARANCES FOR SAUDI BE OBTAINED FOR SKYWAYS 
THROUGH THE KUWAITIS. AMEMBASSY KUWAIT POSITION RE: 

SAUDI CLEARANCES, WAS STATED IN PARA 3 REFTEL D. 

3. PLEASE ADVISE ANY ACTION DESIRED OF AMEMBASSY 
KUWAIT OR KUWAITI OFFICIALS CONCERNING THE A-4KU 
FERRY FLIGHTS. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MILITARY AIRCRAFT, MILITARY SALES 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 15-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977KUWAIT03275 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77021 3-0764 
Format: TEL 
From: KUWAIT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770655/aaaabvzp.tel 

Line Count: 63 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 6923777c-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION PM 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18-Aug-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2145630 
Secure: OPEN 
Status: NATIVE 

Subject: FMS CASE KU-SAE-P4, A-4KU AIRCRAFT FERRY TO KUWAIT 
TAGS: MASS, KU 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/6923777c-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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